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HYDERABAD , FRIDAY , FEBRUARY 15 , 2019 . 
NOTIFICATIONS BY GOVERNMENT 

- X 
ENERGY DEPARTMENT 

(OP ) 


THE ELECTRICITY ACT, 2003 - CENTRAL ELECTRICITY AUTHORITY (MEASURES RELATING TO 

SAFETY AND ELECTRIC SUPPLY ) REGULATIONS, 2010 - BUSINESS REFORM ACTION PLAN , 
2019 - ELECTRICAL INSTALLATION CERTIFICATE - REVISED TIMELINES . 

[G .O . Ms. No . 01, Energy (OP), 14th February , 2019 .] 
The State Government hereby notifies that, the Electrical Installation certificates for Electrical Installations of 
exceeding 650V shall be issued by Telangana Electrical Inspectorate Department within 6 days instead of 14 days 
irrespective of Right of Way or No Right of Way to fulfil the Recommendation No . 50 of Business Reform Action 
Plan , 2019 under Ease of Doing Business . 

The revised timelines are given below . 
I. Pre-scrutiny of Applications received in full shape towards Electrical Installation Certificate shall be 

completed within 1 working day from date of submission of Application . 
Inspection of Installation shall be conducted by the concerned officer within 3 working days after receipt 
of fee payment towards Electrical Installation Certificate . 

Form of Order shall be issued within 1 working day after the date of inspection . 
IV . Electrical Installation Certificate shall be issued within working day after the receipt of satisfactory 

compliance report. 
The Chief Electrical Inspector to Government of Telangana , Hyderabad shall take further action accordingly. 


AJAY MISRA 
Special Chief Secretary to Government. 
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